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FD-f7/C0C13: 19/Apr/I)2 

PulEfi sequence: COSY 

Sol lent: CDC13 
Ambient temperature 
Filet FD-HDSPSRS-V-Cocy~B7-ZndFlaEh 
MercLry“3oa "mtl-nmroz'' 

PULSE SEQUENCE: COSY 
Relax, delay i.oud sec 
Acql tiiriB 0.171 sac 
Witf-th 29S7.6 Hr 
2D Width 29S7.S Hz 
2 repetitions 
12 a 1 1 ncrements 

□BSHRYE HI, 299.797BS7Z MHz 
DATA PROCESSING 
Sq.JsinE bell O.OaS sec 
FI DATA PROCESSING 
Sq. |s ine bell 0, o»3 sec 
FT size 1024 x 1024 
Total time R min, 39 sec 
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Source: https://www.industrydocuments.ucsf.edu/docs/qknx0001 
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FD-67/CDC1S 19/Apr/tl2 

Pulse Sequence: COSY 

Solvent: CDC13 
Ambient temperature 
F11 e: FD--MDSPSRS-V-C0Si)-li7-2ndFlash 
Mercury-300 '•nitl-niiir02'' 

PLLSE SEQUENCE: COSY 
Relax, delay l.ooj sec 
Acq. time 0.171 sac 
Width 2937.S Hz 
2D Width 2997.S Hz 
2 repetitions 
12B increments 

OBSERVE HI, 209.7976672 MHz 

data processing 

Sq. sine bell 0.085 sec 

FI, data processing 

sq. sme be] 1 0.043 sec 
FT size 1024 X 1024 
Total time 6 min. 39 sec 
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Source: https://www.industrydocuments.ucsf.edu/docs/qknx0001 



